{ 


United States Department of Agriculture 
Animal and Plant Health Inspection Servlce( 


KHAMMEL 


USDA 



jAN 0 6 2006 18® custjd 

INSPECTION REPORf) 

' ^ 7187 site id 


DOW CORNING CORPORATION 


HEALTH & ENVIRONMENTAL SCIENCES DC-3 
2200 W. SALZBURG ROAD 
AUBURN, Mi 48611 


No non-compliant items identified this inspection. 
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